1;4               WILLIAM OF NORMANDY

away, and be King- of Engiand whether
the people liked it or not.

] 0. He brought across a great army,
and King Harold tried to stop it from
marching to London.

"THE NOBMANS WON THE BATTLE."

11. But though King Harold and his
men fought bravely, the Normans were
the more cunning and won the battle.
King Harold was killed by an arrow,
and most of his brave soldiers with him.